ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT E50 


DATE 


OFFICER 1 
OFFICER 2 


11-11-2015 
M. COOGLE #129 


SUPERVISO J. SALAZAR 


R 


1200/12 
30 


1230/13 
30 


1400/14 
10 


1415/14 
29 


1445/14 
55 


1500/15 
30 


1600/16 
10 


BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 


SOW / ROLL CALL 


ADMIN- BID OFFICE 

I COMPLETED MISC AI ADMIN. 

BUSINESS CHECK- 7021 HOLLYWOOD BLVD- THE 
GALAXY PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 

BACKED FB2- 6561 HOLLYWOOD BLVD- METRO PCS 
THE UNIT RECEIVED A CALL FOR A 415 F/W BLOCKING 
THE ENTRANCE TO THE BUSINESS. UPON ARRIVAL, THE 
UNIT WAS MAKING CONTACT WITH HOLLY AND ADVISED 
CODE 4. 

BACKED FB2- 6780 HOLLYWOOD BLVD- RIPLEY’S 
THE UNIT RECEIVED A CALL FOR A M/B PANHANDLING 
IN FRONT. UPON ARRIVAL, THE SUSPECT WAS ADVISED 
AND LEFT. 


CODE 7 


FOLLOW UP- 6304 YUCCA STREET- AMDA 


I PICKED UP THE 602 FORMS DROPPED OFF YESTERDAY. 
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1640/16 
55 


1700/17 
10 


1715/17 
30 


1730/18 
15 


1830/20 
00 


2000/20 
10 


BUSINESS CONTACT- 6380 HOLLYWOOD BLVD- 
MUZER 

PRIOR PROBLEMS WITH 415 / 602 / 484 SUSPECTS. I 
MADE CONTACT WITH THE MANAGER AND THERE WERE 
NO PROBLEMS AT THIS TIME. HE ALSO COMPLETED THE 
602 FORM. 


RADIO CALL- 1600 VINE STREET- THE VINE 
APARTMENTS S/ SIDE OFF SELMA AVENUE 
UPON ARRIVAL, ALL SUSPECTS WERE GOA. PR WAS UTL. 


BUSINESS CONTACT- 6377 HOLLYWOOD BLVD- 
LOADED BAR 

PRIOR PROBLEMS WITH 415 / 602 / 594 / PANHANDLING 
SUSPECTS. I MADE CONTACT WITH MANAGER- DENISE 
AND THERE WERE NO PROBLEMS AT THIS TIME. SHE 
ALSO COMPLETED THE 602 FORM. 


RADIO CALL- 6672 HOLLYWOOD BLVD- SIDEWALK 


I RECEIVED A CALL FOR A 415 F/W IN FRONT OF THE 
LOCATION. UPON ARRIVAL, I MET WITH LASD SERGEANT 
UNIT 640 SAM. HE WAS ASSISTING A 390 F/W WHO WAS 
415 AND REFUSING ANY ASSISTANCE. SHE WAS UNABLE 
TO STAND SO WE ASSISTED HER TO THE GROUND 
WHERE SHE COULD LIE ON HER SIDE. I CALLED LAPD 
DISPATCH AND AFTER APPROXIMATELY 30 MINUTES NO 
UNIT HAD ARRIVED. I CONTACTED LAFD FOR THE 
FEMALE. SHE WAS UNCONSCIOUS BUT BREATHING. 
LASO RECEIVED A CODE 3 CALL AND LEFT THE SCENE. 
LAFD ENGINE 27 ARRIVED TO TREAT THE SUBJECT. SHE 
WAS ALSO 415 AND TELLING LAFD TO FUCK OFF. RA 82 
ARRIVED AND LAFD WERE ABLE TO BRACE HER SAFELY 
TO A GURNEY. SHE WAS TRANSPORTED TO A HOSPITAL 
FOR POSSIBLE ALCOHOL OVERDOSE. 


ADMIN- BID OFFICE 
I COMPLETED MISC AI ADMIN. 


BUSINESS CHECK- 6801 HOLLYWOOD BLVD- THE 
H&H PARKING STRUCTURE 

PRIOR PROBLEMS WITH 415 / 594 / 602 / BFMV / TFMV 
SUSPECTS. I PATROLLED THE PARKING STRUCTURE AND 
NO SUSPECTS WERE SEEN. 
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2030 EOW 
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